To:  Loesel,  Matthew[loesel. matthew@epa.gov];  Curry,  Ron[Curry. Ron@epa.gov];  Edlund, 

Carl[edlund.carl@epa.gov];  Gray,  David[gray.david@epa.gov] 

Cc:  Taheri,  Diane[Taheri. Diane@epa.gov];  Ruiz,  Thomas[Ruiz.Thomas@epa.gov];  Phillips, 

Pamfphillips. pam@epa.gov];  Garcia,  DavidfGarcia. David@epa.gov];  Crossland, 
Ronnie[Crossland. Ronnie@epa.gov];  Webster,  Susan[webster.susan@epa.gov];  Petersen, 
Chris[petersen. chris@epa.gov];  Foster,  Althea[foster.althea@epa.gov];  Martin, 
John[martin.john@epa.gov];  Smith,  Monicafsmith. monica@epa.gov];  Knabel, 
Jessica[Knabel.Jessica@epa.gov];  Moore,  Garyfmoore. gary@epa.gov] 

From:  Coleman,  Sam 

Sent:  Mon  8/17/2015  6:01 :1 7 PM 

Subject:  RE:  August  17,  2015  - 1300  RA  Bullets  - Gold  King  Mine  Spill 


I need  one  sentence  regarding  our  concern  about  the  NMED  DWB  recommendations 

Samuel  Coleman,  P.E., 

Deputy  Regional  Administrator 
coleman.sam@epa.gov 
214.665.2100 
214.665.3110  Direct 
214.789.2016  Cell 


From:  Loesel,  Matthew 

Sent:  Monday,  August  17,  2015  12:46  PM 

To:  Curry,  Ron;  Coleman,  Sam;  Edlund,  Carl;  Gray,  David 

Cc:  Taheri,  Diane;  Ruiz,  Thomas;  Phillips,  Pam;  Garcia,  David;  Crossland,  Ronnie;  Webster, 
Susan;  Petersen,  Chris;  Foster,  Althea;  Martin,  John;  Smith,  Monica;  Knabel,  Jessica;  Moore, 
Gary 

Subject:  August  17,  2015  - 1300  RA  Bullets  - Gold  King  Mine  Spill 
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Matt  Loesel 


R6  Planning  Section  Chief 
US  EPA  - Region  6 
817-271-4586 
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